THE ASTONISHING ARMISTICE ON THE WESTERN FRONT,
CHRISTMAS AND NEW YEAR 1914

Waterlogged trendies have been abandoned.    Working on the new breastwork
line in a turnip field. The German line, 150 yards distant, is been in the background.
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UNDER SNOW, CHRISTMAS
Completed breastwork carried out during the informal armistice.